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In the spring of the Soviet authorities started a thorough disrjantllxig 

of the InstallatioDB at Peenenftnde. The plant for the production of poison 
gas end phosphorus ciaminition me disnantled and taken to the Soviet Unions 
althcnjgh it was flrinly huilt Into concrete^ it wer removed without damage^ 

Larrje quantities of gas bonbe and other poisonous amniunition were dumped into 
the sea near Boxnaholm* On the other hand, all phosphorus produots and phos- 
phorus amrunltlon were treated differently^ a portion was taken to Poland, 
or through Poland rail, while the major part was sent to the Soviet Union 
by sea* Some phosphorus ammunition wes also destroyed in Peenenftnde itself, 
probobly as an experiment; as a result, large fires were started and considerable 
daTT8:»e was done, especially to the woods, 

?y the end of September 1943# all ^e launching ramps for V-*weapons had been 
demolished* All cables, %dxether buried or submarine, were token up and sent 
to the Soviet Union. 


In general It con be stated that by the ond of September 194B at least 90% of 
all German Installations for either the production or firing of German esqoeri— 
mental weapons had been removed or destroyed. 


The above report conflicts with other reports of rebuilding 
Feenenmnde. It is forwar^'ed In order to cover both poBslbilities as the^^ are 
reported. ) 
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